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in ovens, 183
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Flammable-storage refrigerators, 184
Flammable substances, transfer of, 61
Flash point
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of common laboratory chemicals
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Flowers of sulfur, 62
Fluorine, 117, 119
Fluorine perchlorate, 112
Food in the laboratory, 23
Footwear for laboratory wear, 161
Formaldehyde, 30, 35

Safety Data Sheet for, 130
Formalin, Safety Data Sheet for, 130
Formamide, 34
Fountains, eyewash, 169
Frost-free refrigerators, laboratory use of,

184
Fuming sulfuric acid, 145

Gas masks (see chemical cartridge respi-
rators)

Gauntlets, 161

General laboratory ventilation, 194
evaluation of, 195
use of, 198

Glass equipment for work at high pressure,
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Glass vessels for work at reduced pres-
sure, 87

Glasses, safety, 155

Glassware, 25

Glove boxes, 208

Glove materials (Table), 159

Gloves, 157

Goggles, 156

Ground-fault circuit breakers, 180

Grounding of electrical equipment, 179

Guards for equipment, 25

Hair dryers, laboratory use of, 191
Halamines, 65
Halogenated phenols, 103
Halogenated solvents, disposal of, 233
Handling chemicals in the laboratory, 10
Handling of glassware, 25
Handling procedures, 10

for chronically toxic substances in ex-
perimental animals, 55

for substances of known high chronic
toxicity, 47

for substances of moderate chronic or
high acute toxicity, 39

for toxic substances, 37

types of, 37

Hazardous waste, EPA defmtion of, 240
Health practices, 23
Heat guns, 191
Heating devices, 186
Heating elements, 187
Heating mantles, 189
Heavy-metal compounds, disposal of, 232
Hexamethylphosphoramide, 48
High-voltage equipment, 192
Highly reactive chemicals, 62

disposal of, 230

Hoods, electrical receptacles for, 180
Hoods (see laboratory hoods)
Hoses, fire, 163
Hotplates, 189

Human carcinogen, definition of, 104
Hydrazine, 30

(and its salts), Safety Data Sheet for, 132
Hydrochloric acid, 119, 145
Hydrofluoric acid, 36, 43
Hydrogen, 61,85, 96

embrittlement due to, 86

liquid, 61

Hydrogen bromide, 98
Hydrogen chloride, 30, 98
Hydrogen cyanide, 34, 45

Safety Data Sheet for, 133
Hydrogen peroxide, 62, 70
Hydrogen sulfide, 34, 61, 99

Safety Data Sheet for, 135